Your actions of gross negligence and failure to
accept and respond to instructions will not be toler-
ated.  This letter is to inform you that any future
actions of this nature will be jeopardizing your
position at Cedar Coal Company."

6.  A similar letter was sent the same day to section foreman
Shelby Burgess.

7.   In late fall, 1981, Complainant called out of the mine to
mine foreman Walter Kincaid and told him that there was insuffi-
cient air to ventilate his section, and that he had pulled his
miners out of the face area.  Kincaid replied that if Complainant
had "hung (his) damn curtains, (he) would have air."  In fact the
curtains were properly hung.  Finally, sufficient air was intro-
duced in the section and the crew returned to work.  Shortly there-
after, the air was again insufficient.  Complainant called Kincaid
and the condition was rectified.

8.   In approximately December, 1981, a new section was opened
in the subject mine, and Respondent attempted to ventilate it with
the same split of air that was used to ventilate Complainant's
section.  This resulted in a decrease in the air corning into
Complainant's section, and he complained to the mine foreman and
superintendent.

9.  On February 18, 1982, notices of violation were issued by
a State mine inspector to the subject mine because of insufficient
air at a last open crosscut and in the faces of entries 2 and 3 in
the 2 South section.  Three other notices were issued for viola-
tions on the 2 South section on the same day.  Three additional
notices were issued for violations on the Number 1, 3 and 4 belts.

10.  On March 8, 1982, while Complainant was working the day
shift, he complained to Kincaid that his section did not have
enough air.  Kincaid came to the section and agreed that the air
was insufficient.  Kincaid then "went back somewhere and it was
not long before we had enough air."  The section continued working
until the end of the shift and the air was sufficient at that time.

11.  On March 8, 1982, State Mine Inspector Harry T. Linville
arrived at the subject mine at about 4:00 p.m., as the afternoon
shift was beginning.  The inspector arrived at the 3 South section
about 5:00 p.m. and he took air readings at the last open crosscut
between entries 1 and 2 and found only 3,094 cubic feet per minute.
Readings at the last open crosscut between entries 2 and 3 showed
only 4,900 cubic feet per minute of air.  (The minimum quantity^of
air reaching the last open crosscut is supposed to be 9,000 cubic
feet per minute).  A notice of violation was written which required
the condition to be abated by 5:30 p.m. the same day.
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